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Chief, Support Services Staff, BBS 

Records Retirement Estimates. 1972 - 
30 June 1977 


2nt slligence Directorate components 
piovided estimaces of the total cubic footage of Records 

rZ *%T etired to Archives and Record Center during the 
fft p* Ve 2? a f s estimates of inactive records now at 

whrea W3.il be destroyed during the next five years 

. . . 2 * Attention is invited to the attached charts on 
reSiaGt est;lmates and destruction estimates -For 
?g|S ar ?-H Sted yearIy cumulatively from 

o0 , Ju ^: a ly/7 * 1119 figures listed in chart 

' " eeo * ds Destroyed by A.&R.C." represent records 
jkieii.are G °^ j- n retirement at A.&R.C . ,f fh e re is no at tamo t 
to predict destruction of records which have not yet been 
retired, or indeed, yet created. 

■i- 9 i' R A P? P r t di ^ tad n ®t sain is 7,814 cubic feet which 
-o ~>o64 cuo^c xeet over our quota for the period. 
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RECORDS RETIREMENT ESTIMATES - 1972 TO 30 JUNE 1977 


RETIREMENT TO A, & R. C. j 
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1973 

1974 

1975 

1976 

1977 

Office 

Total 
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IRS 

1 
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NPIC 

600 

600 

600 

600 

1,449 
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4,483 
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..-’irectorate 
Yearly Total 

1,221 

2,061 

1,936 

1,808 

2,657 

1,793 

11,476 




RECORDS DESTROYED BY A . & R. C* 
T — 
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Total 
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Gain 
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1,826 
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17 
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95 
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17 

1,356 
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93 

97 

17 
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228 

292 

15 
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3 

28 

119 

2 

4 

2 

1 
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13 

51 

5 

82 



33 

22 


142 

4,341 

4 

2 

— 

— 
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6 

294 

1,110 

536 

367 

258 

332 

59 

3,662 

7,814 


000 cubic feet to be destroyed by 1977, representing microfilmed Source Jackets. 
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